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® & OCT 1971 


MEMORANDUM FOR: Deputy Director for Support 


SUBJECT - : Revision of Utilities Almanac 


1, Your copy of the Aliernative and Reserve Utility , Capacity Aumanac for 
the Headquarters complex has been revised to ito reflect ct information ¢ current a6 of - 
15 October 1971 and is attached for your perusal and retention. The primary changes 
from the previous edition of this almanac are as follows: 


a. Plans for the improvement of the emergency po eySems 
page 1-10, were updated and a Sr 


b. Drawings showing the emergency power source for lighting 
in the DCI and DD/S areas were added, pages I-11 and I-12. 


b> nie The number of telephone Lines in use, page Il-3, was updated. 


dé. The description of the primary air-conditioning system, 
page liI-2, was revised to reflect the recent addition of two new chillers 
- in the powerhouse. 


c. Tables describing the supplemeatary air-conditioning systems 
and package air-conditioning units, pages IlI-5 and I-06, were revised. 


f. Photographs of one of the new 1400-ton chillers and the new 
sepeune tower cell were added, pages IiI-8 and iil 9. 


2. “This almanac is periodically tindlated and, in the interim, you will be 
advised whenever Significant changes are ed to any of cur Headquarters utility iF 


systems. 
Distribution: 
Orig & 1 - Adse, w/att usiesce gd Wiat Ma Blake 
1 - OL Official, w/att . 
éTt - OL/BPS, w/att _Joun F. Blake 

1 - OL/LSD, w/att Director of Logistics 
1 - OL/RECD, w/att 

Att. J - OL/RECD/HEB, w/att 


380004-9 
dectassitication OL -f-Be Z es 6 


; 1 - D/L, Chrono . 
25X1A9a i= Bo /RP Cavea ior Helcape BENNIE 09 Sate or nee 


SA-D/L SE: mk /3491 (21 Oct 71) 


